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Had she said in so many words " To the dustbin with the
Church Militant and its blackcoated officials ; 1 recognize
only the Church Triumphant in heaven," she would hardly
have put her view more plainly.

CATHOLIC ANTI-CLERICALISM

1 must not leave It to be inferred here that one cannot
be an anti-Clerical and a good Catholic too. All the
reforming Popes have been vehement anti-Clericals, veritable
scourges of the clergy. All the great Orders arose from dis-
satisfaction with the priests: that of the Franciscans with
priestly snobbery, that of the Dominicans with priestly
laziness and Laodiceanism, that of the Jesuit*, with priestly
apathy and ignorance and indiscipline. The most bigoted
Ulster Orangeman or Leicester Low Church bourgeois (as
described by Mr Henry Nevinson) is a mere Gallic com-
pared to Machiavelli, who, though no Protestant, was a
fierce anti-Clerical Any Catholic may, and many Catholics
do, denounce any priest or body of priests^ as lazy, drunken*
idle, dissolute, and unworthy of their great Church and
their function as the pastors of their flocks of human souls.
But to say that the souls of the people are no business of
the Churchmen is to go a step farther, a step across the
Rubicon. Joan virtually took that step.

CATHOLICISM NOT YET CATHOLIC ENOUGH

And so, if we admit, as we must, that the burning of
Joan was a mistake, we must broaden Catholicism
sufficiently to include her in Its charter. Our Churches must